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MEMORANDUM FOR THE RECORD 

SUBJECT: Unclassified Statement re NSCIDs 
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Within the provisions of the National' Security Act of 1947, the 
National Security Council provides policy guidance to the DCI and 
the Community through a series of directives (National Security 
Council Intelligence Directives— NSCID's) that are reviewed and 
updated as required. NSC1D No. 1, foi* example, sets forth basic 
duties and 3 esponsibilities of the DCI and includes both general 
, -~ J guidance as to objectives and detailed directions in a considerable 
number of specific areas such as the development and review of 
security standards , and the inclusion of any dissenting views on 
intelligence matters emanating from the United States Intelligence 
Board. Other NSCID's cover the conduct and coordination of various 
types of intelligence collection activities, clandestine and counter- 
intelligence activities abroad, the handling of defectors, the coordi- 
nation of intelligence production, provisions for the communication 
of time-sensitive intelligence, and photographic interpretation 
ari*angcments . 
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